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The  original  design  for  this  10,000  bird  broiler  house 
was  developed  at  North  Carolina  State  University  for 
intensive  poultry  production  under  conditions  within 
that  State.  The  plan  is  applicable  for  most  areas  within 
southeastern  United  States.  Its  use  in  other  areas  may 
require  some  modification  of  the  structure  and  environ- 
mental control  devices. 

The  plan  offers  these  three  options:  (1)  An  open  house 
with  roll-down  curtains  on  the  north  and  south  walls 
for  natural  ventilation;  (2)  a  closed,  windowless  house 
for  year-round  mechanical  ventilation;  and  (3)  a  com- 
bination house  with  three  closed  walls  and  an  adjust- 
able curtain  on  the  open  south  wall  for  mechanical 
ventilation    in   winter  and   for   power-assisted   natural 
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ventilation   when    needed,   in   summer,   by  the  use  of 
reversible  fans  to  blow  air  into  the  house. 

The  house  is  of  pole-type  construction,  with  clear-span 
trusses  supporting  the  roof  for  an  unobstructed  interior. 


(I 7 or king  drawing!  may  be  obtained  from  the  extension  agricultural 
engineer  at  Your  State  university*  There  may  he  a  small  charge  ta  caver 
cant  of  printing. 

If  you  da  not  know  the  locution  of  your  State  university,  send  your 

request  to  igricultural  Engineer,  Extension  Service,  U.S.  Department 
o)  Igrieulture,  Washington.  D.C.  20230.  lie  will  forward  your  request 
to  the  correct  university. 
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